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MI'JNOIl&lIXM FOB i iieputy Director (support) 

! 3UF:0UB® : Director of Logistic* 

SUBJECT: Property Survey Report $00776 

1. The Chief of Statica l fe n dispatch dated 18 #ug. ^ 

listed below, forwarded subject report of survey with rnriirraeinilin l Inn for 
— i B accordance with Beotian kb at 


o 


25X1 


'£s»ia: JL 


approval, 

astabli*h#€ by the Chief of Statics considered this report and recoessand ed 
approval. 


a Board of 8urvs^g5X1A 


2. at the seating of the aeaaiqparters Board of Purvey held oa 
10 SoTcadMir 1955, the report was reviewed and the following action 

reeos**end«d i 


00T?t> - Dispatch Bo. \ 


25X1X4 



25X1A6C 


aecce, including dispatch [ 


1 the lacfc of indication of 25X1A6C 


negligonc« on the part of personnel involved, and the thoroug h 
planning, briefing, and organization, for the hazardous opera- 
tion, the Head quarters Beard of Survey unanincusly concurs in 
the rec^awsend^tien of the Support Base Survey Boar d. 


3. in accordance with Section id(g)(c) of angulation, , 

attached report of survey is forwarded to the Deputy Birector (Support ) 
through the Director of Logistics and it is the uran incus recsaBsscwtetioa 
of the Board, m Indicated by the signatures below, that the report of 

survey be approved. 


the 25X1 A 



E5X1A9A 


Chains*® 
Headquarters Board of -Survey 


Attachments 
Subject Report 
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8 December 1955 


MEMORANDUM FOHi Colonel White 

SOBJSCT i Property Surrey Heport §00703 


1* The attached survey report recommends that you approve 
the write-off of equipment valued at I?, 200,00. It appears to me 
to be incompl ete . If you will read the affidavit furnished by 
I I (TAB A), you will note that at 2 th$ in the afternoon 

and again at 8i00 in the evening the ahed caught fire where the 
exhaust pipe vent through the mill. These two email fires were 
extinguished. However, at ItOO the next morning the shed was found 
to be ablate. 

2, It is not evident from the papers attached that the 
Board of Survey considered whether the construction was faulty 
in that the exhaust was not properly insulated, and if so, who is 
responsible, and also there is no evidence that the Board reviewed 
the arrange me nts made at the installation for continuous checking 
of the generator shed after the two previous experiences with fire, 

3# It is recommended that you not approve the survey until 
the consideration which the Board gave to the above questions is 
made a part of the record. 

k» If you agree, I will prepare a me mo r an dum returning the 
survey report to the Board. 
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